GENERAL.

13

The gas current is reversed by turning- the valve  180 degrees.

Steam Traps. For removing condensed water from steam pipe
lines steam traps are used, their construction being based upon one
of the following principles: (i) Expansion of metals by heat and
contraction of same by cooling; (2) the buoyancy of the liquid col-
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lecting in a vessel; (3) the use of the weight of the liquid for open-
ing cocks or valves of suitable construction, whereby the water is
allowed to run off while the steam following is retained.
The expansion steam trap shown in Fig. 23 and Rowland's im-